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LIMITED OFFICIAL USE 

PAGE 01 BUENOS 06282 141649Z 
ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

089164 150206Z/21 

R 141504Z AUG 78 
FM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC 6986 
USDOC WASHDC 


Message Text 


LIMITED OFFICIAL USE BUENOS AIRES 6282 

E.O. 11652: N/A 
TAGS: BECN AR 

SUB J : MAJOR PROJECT: BAHIA BLANCA PORT 
REF: (A) BUENOS AIRES 3634; (B) STATE 194147 

1 . BEGIN LOU: INFO REPORTED REF: A. REMAINS ENTIRELY 
UNCHANGED. THERE HAS BEEN NO FURTHER 
DEVELOPMENT, AS GOA HAS NOT YET FORMALLY 
ACCEPTED IBRD LOAN. NO CONTRACT HAS BEEN 
AWARDED FOR FEASIBILITY STUDY. END LOU. 

2. US FIRMS MAY WISH CONSIDER FOLLOWING 
CONSULTING FIRMS AS POSSIBLE LOCAL ASSOCIATES: 
LATINOCONSULT S.A. 

BELGRANO 355 - 3 PISO 

T.E.:30-3719/9417 

430: ING. JEAN R. PORTALIS 

SPECIALTY: ECONOMY-ENERGY- WATERWORKS-MINING- 
HYDRAULICS-STRUCTURES. 

TECNOPROYECTOS S.A. CONSULTORA 
CANGALLO 1558 - 3 PISO 
T.E.: 46-0077/0332 

REF: VIALMTE. CARLOS GARZONI 
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SPECIALTY: TRANSPORTATION-HYDRAULICS-ENERGY 

FRANKLIN CONSULT 
LAVALLE 1619 - 9 PISO "A" 

T.E.: 45-8351 

REP: FRANCISCO CANEQUE 
SPECIALTY: ENERGY-HYDRAULIC 
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FUTURA CONSULTORES ASOCIADOS 
HIPOLITO IRIGOYEN 820 - 2 PISO "F" 

T.E.: 30-8021/33-7268 

REP.: ING. EDUARDO TUBAL GARCIA 

SPECIALTY: ECONOMY-PORTS-SILOS-GRAIN ELEVATORS 

CONSULB AIRES INGENIEROS CONSULTORES S.A. 

MAIPU 554 - 4 PISO 

T.E. : 392-2377/7357/5048 

REP: ING. RAFAEL BALCELLS 

SPECIALTY: TRANSPORTATION- HYDRAULICS- 

WATERWORKS. 

ELECTROSISTEMA S.A.S. 

AVDA. DE MAYO 1437 - 1 PISO "B" 

T.E.: 37-0610/37-4903 
REP: ING HEMINIO SBARRA 

SPECIALTY: HIGHWAYS HYDRAULICS-ENERGY PORTS 
ECONOMY. 

ACTUAR S.A. 

VIAMONTE 1167-8 PISO 
T.E. : 40-7401 

REP : ING. DIEGO GONZALEZ VICTORICA 
SPECIALTY: HYDRAULICS-ENERGY-PORTS 
CASTRO 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BUENOS06282 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780332-1088 

Format: TEL 

From: BUENOS AIRES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780865/aaaacbtk.tel 

Line Count: 94 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3f1 1 8663-c288-dd1 1 -92da-001 cc4696bcc 
Office: ACTION ARA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 78 BUENOS AIRES 3634, 78 STATE 194147 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1741201 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: BAHIA BLANCA PORT 
TAGS: BENC, AR 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3f1 1 8663-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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